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OFFICIAL PROCEEDINGS OF 


THE PLUMBING BOARD 
OF THE CITY OF LANSING 





Proceedings, June 19, 1958 





The Board met in office room 722A at 
City Hall, 


Meeting was called to order by Chairman 
Collins Thornton at 3:00 P.M. 


Members present were Messrs. Dell, Den- 
field, Hanel, Heggie, Thornton. 


Absent-—-Mr. Peck. 


Minutes of previous meeting were read 
and approved. 


The following letters from Emery Col- 
well, Director of State Plumbing Board, 
were read and approved. 


Moved and supported they be sent to the 
City Council and that changes be added to 
City Plumbing Code. 


(1) At a regular meeting of the Michigan 
State Plumbing Board held in the 
Mason Building, Lansing, Michigan, on 
January 31, 1958, at 7:30 p.m., the 
Pyrex Brand 7740 Double Tough Pipe 
and Fittings except the Cap Type Trap 
as listed in your brochure EA3-9-51 was 
approved by the Michigan State Plumb- 
ing Board; therefore, the Pyrex Brand 
7740 Double Tough Pipe and Fittings 
except the Cap Type Trap may be in- 
stalled in the State of Michigan for 
acid wastes and for other special waste 
pipe purposes. 


The Cap Type Trap may be used in 
installations in conjunction with 7740 
Pyrex Brand Pipe by special permis- 


sion of the Michigan State Plumbing 
Board. 


(2) The practice of discharging sanitary 
fixtures into basement sumps that were 
originally intended to receive the drain- 
= from sub-soil drains must be stop- 
ped. 


In the future, all sanitary fixtures that 
are normally lifted to the point of dis- 
charge and drained into a home sewer- 
age disposal system such as septic tank 
shall be individually pumped to the 
point of discharge into the septic tank. 
It has been brought to the attention of 
the Michigan State Plumbing Board by 
the Michigan State Health Department 
that if we were to continue in this 
practice we would overload the disposal 
system. It will no longer be necessary 
to vent or cover the basement sump 
receiving only sub-soil drainage. The 
sub-soil drainage from the sump may 
be discharged at a point of three (3) to 
five (5) feet outside of the foundation 
walls of the building or structure, or 
it may be piped to a county ditch. 


Inspector Hanel presented lay-out for 
Food case waste connections, also lay-out 
for installation of Laundromat. 


Tentatively approved by Board. 


Meeting adjourned at 3.59 p.m. to enable 
members to attend Corner Stone laying. 


Respectfully submitted, 
W. D. HEGGIE, Secretary. 
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OFFICIAL PROCEEDINGS OF 


THE PLUMBING BOARD 
OF THE CITY OF LANSING 





Proceedings, July 3, 1958 





July 3, 1958 
City Hall 
Lansing, Michigan 


The regular meeting of the Planning 
Board was called to order by the Chairman, 
John Brisbin, at 7:30 p.m. 


Present—Commissioners Brisbin, Leadley, 
Mutz, Neller, Sinas, Stoakes—6. 


Councilmen Belen and Potter (Council 
Committee). 


Absent—Commissioners Miller, Ridenour 


Chairman Brisbin welcomed the new 
Commissioner, John Mutz, to the Board. 

The proceedings of the regular meeting 
of June 5, 1958, were approved. 


It was moved and supported that Com- 
missioner Brisbin be re-elected as Chairman 
of the Board for the term of one year. 


Motion carried. 


It was moved and supported that Com- 
missioner Neller be elected Vice-Chairman 
for the term of one year. 


Motion carried. 


Dr. Richard A. Smith presented blue- 
prints showing the type of building he in- 
tends to build on property directly south 
of 3002 South Washington to house a 
doctor’s office. His building contractor, Mr. 
Horton, explained that the building would 
be a residence type building rather than a 
professional building. It was pointed out 
that if the property is rezoned to “‘C’? Two- 
Family Residence District a professional 
type building to house a doctor’s office could 
be built. 


It was moved and supported that we 
recommend to the City Council that the 
petition to rezone Lot No. 2, Cone Crest 
Subdivision (3002 South Washington), from 
“A”? One-Family Residence District to ‘‘C” 
Two-Family Residence District be not 
granted, because the requested rezoning is 
not in keeping with the character of the 


neighborhood, since it is not the proper 
location for a two-family district. 


Motion carried. 


It was moved and supported that we 
recommend to the City Council that the 
petition by Victor Anderson, Attorney for 
owners of property at 134 East Main 
Street, to rezone the north 180 feet of 
Lot 6, Block 177, original plat, City of 
Lansing (134 East Main Street), from 
“—D” Apartment District to ‘J’? Parking 
District be granted, because the requested 
rezoning would be a logical use of the 
property and would assist in relieving the 
parking problem. 


Motion carried. 


It was moved and supported that we 
recommend to the City Council that the 
petition by Lansing Center, Inc., to rezone 
property commencing 1254.8 ft. east and 
33 ft. north of the South 4 Post of Sec- 
tion 33, T4N, R2W, thence north 27 ft., 
thence west 27 ft., thence south 27 ft., 
thence east 27 ft. to point of beginning 
(northwest corner of Jolly Road and South 
Cedar Street), from ‘J’ Parking District 
to “F’’ Commercial District be granted, 
because the requested rezoning and conse- 
quent use of the property would be part 
of an overall shopping center. 


Motion carried. 


It was moved and supported that we 
recommend to the City Council that the 
petition by The Pure Oil Co. and Mr. and 
Mrs. Remington to rezone property at 
Lot 68, Banghart Subdivision (2337 North 
East Street), from ‘A’? One-Family Resi- 
dence District to “F’? Commercial District 
be granted, because the requested rezoning 
would be an extension of the surrounding 
commercial neighborhood, and is a logical 
zoning of the property. 


Motion carried. 


It was moved and supported that we 
recommend to the City Council that the 
petition by owners of property in the 
1700 block of West Saginaw Street to re- 
zone the south 67 ft. of Lots 5 and 6, 
Assessor’s Plat of Saginaw Park (1700 
block West Saginaw Street), from ‘B” 
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One-Family Residence District to ‘D-1” 
Professional Office District be granted, be- 
cause the requested rezoning is a continua- 
tion of an existing commercial district and 
would be proper for the area in question. 


Motion carried. 


It was moved and supported that we 
recommend to the City Council that the 
petition by Samuel O. Baker to rezone 
Lots 49 and 50, Cedarbrook Subdivision 
(3333 South Cedar Street), from ‘‘A’”’ One- 
‘Family Residence to ‘‘F’? Commercial Dis- 
trict be granted, and that Lot 51, Cedar- 
brook Subdivision, be rezoned from “A” 
One-Family Residence District to “‘J’? Park- 
ing District providing for screening on the 
north and east sides of the lot of Ever- 
green planting having a mature height of 
5 ft., 6 in., because the requested rezoning 
is a logical use for this property if adequate 
off-street parking is provided. 


Motion carried. 


A letter from Attorney John Eliasohn, 
representing Mr. Anthony Nosal, regarding 
his property now zoned commercially at 
Holmes Road and Pleasant Grove Road in 
Lansing Township was read. It was moved 
and supported that the letter be referred 
to the City Attorney for handling. 


Motion carried. 


Final plat of Eaton Downs No. 1 Sub- 
division was discussed. A letter from the 
Director of Public Service stating that with 
changes that had been made the plat should 
be ready for approval was read. Commis- 
sioner Neller questioned the advisability of 
a plat which permits residences to be built 
backing up to school property. It was moved 
and supported that the matter be referred 
to the Streets Committee for further study. 


Motion carried. 


A letter from the Director of Public Serv- 
ice regarding the tentative plat of Churchill 
Downs Subdivision stating that this plat 
ean be serviced when necessary storm out- 
lets and storm drainage are constructed 
was read. It was moved and_ supported 
that the tentative plat of Churchill Downs 
Subdivision be tentatively approved. 


Motion carried. 


A letter from Russell A. Lawler relative 
to an offer from his mother to convey to 
the City a parcel of land known as Lawler 
Court was again read and discussed. It was 
moved and supported that we rrecommend 
to the City Council that the deed to the 
property known as Lawler Court and the 
small vacant parcel of land to the north 
be accepted subject to the donor’s meeting 
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the requirements of new plats as to streets, 

clearing the trees and stumps, and grading 

and graveling the vacant parcel, and that 

there shall be no expense to the City of 

Lansing connected with the necessary work 

be the property before it is accepted by the 
ity. 


Motion carried. 


It was moved and supported that we 
recommend to City Council that the un- 
named street east of Westmoreland Ave- 
nue, running north and south between 
Theodore Street and Glenn Street be named 
Glenrose Street. 


Motion carried. 


It was moved and supported that we 
recommend to the City Council that the 
three unnamed streets lying east of Penn- 
sylvania Avenue and between South Dexter 
Drive and Alden Street be named East 
Alden Square. 


Motion carried. 


It was moved and supported that we 
recommend to the City Council that the 
unnamed street south of Saginaw, running 
~— from Larch Street be named Truck 
ourt. 


Motion carried. 


The petition to vacate Whyte Street run- 
ning 100 ft. east of Indiana Avenue was 
read and discussed. It was moved and sup- 
ported that we recommend to the City 
Council that Whyte Street, running 100 ft. 
east of Indiana Avenue be not vacated as 
this street could serve as a walk-way into 
Bancroft Park from the proposed new 
school in the area. 


Motion carried. 


The resolution by the City Council that 
the vacating of the right-of-way through 
the 1500 and 1600 blocks of Lorraine, Run- 
die and Victor Avenues be referred to the 
Planning Board was read and discussed. 
It was moved and supported that we recom- 
mend to the City Council that the right-of- 
way through the 1500 and 1600 blocks of 
Lorraine, Rundle and Victor Avenues from 
the south line of Lorraine Avenue to the 
south end thereof, be vacated. 


Motion carried. 


The resolution by the City Council that 
the matter of opening a north-south street 
from East Main to Saginaw Street be re- 
ferred to the Planning Board was read and 
discussed. It was moved and supported that 
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the City Council be advised that the new 
Master Plan for the City of Lansing tenta- 
tively designates Shepard and Marshall 
Streets as a north-south street from the 
south end of Shepard to Saginaw Street 
and continuing with Wood Street. 


Motion carried. 


The Director informed the Board that 
Oldsmobile Division of General Motors Cor- 
poration had given to the Planning Depart- 
ment a Whiteprinting machine, and that 
he had sent a letter to Oldsmobile Division 
thanking them for their gift. It was moved 
and supported that the Planning Board 
send an official communication over Chair- 
man Brisbin’s signature, thanking Olds- 
mobile Division for their gift. 


Motion carried. 


JULY 14, 1958 


The Director reported that a member of 
the News Staff of radio station WILS had 
made inquiry about news releases after 
Planning Board meetings. After consider- 
able discussion it was moved and supported 
that a letter be sent to the Lansing Broad- 
casting Company advising them that the 
Planning Board believes it to be improper 
to make public the action of the Planning 
Board before its recommendations are re- 
ceived by the City Council. 


Motion carried. 


The meeting adjourned at 10:50 p.m. 


VICTOR G. LEYRER, 
Secretary. 
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OFFICIAL PROCEEDINGS OF 


THE PLUMBING BOARD 
OF THE CITY OF LANSING 





Proceedings, July 29, 1958 





Meeting was called to order by Chairman 
Collins Thornton at 10:30 A.M. 


ROLL CALL 


Present—Messrs. Dell, Denfield, Heggie, 
Thornton and Inspector Hanel—5. 


Absent—Mr. Turney—1l. 


Moved by Denfield and seconded by Dell, 
that Mr. Hanel be appointed for another 
year, ending June 30, 1959. 


Carried. 


Resolution, Add to Sec. 183, In un- 
occupied buildings the Utility Company 
supplying water shall discontinue same 
upon receipt of written request from the 
City Plumbing Inspector. 


Motion made and carried that all transite 
pipe be laid on a 4 in. sand cushion. 


Motion by Denfield, supported by Bell, 
that all cast iron sewer be installed with 
test tees so that sewer can be tested with 
5 ft. water head or 5 lbs. air pressure. 


Carried. 


Collins E. Thornton re-elected Chairman 
of Board. 


W. D. Heggie re-elected Secretary. 
Motion made and carried that a letter 
be sent to Mayor asking for appointment 
of assistant to Plumbing Inspector. 
Meeting adjourned at 11:45 A.M. 
Respectfully submitted, 


W. D. HEGGIE, 
Secretary. 
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DECEMBER 22, 1958 


By Councilman Murninghan— 


Resolved by the City Council of the City — 


of Lansing: 


That the attached claims be allowed and 
the City Clerk be and she is hereby auth- 
orized to draw orders on the City Treasurer 
for the amount allowed each claimant. 


Adopted by the following vote: 


Unanimously. 
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Council adjourned at 8:40 P.M. 


MILLIE M. BROWN, 
City Clerk. 


Lansing, Michigan, 


December 22, 1958. 
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Proceedings, November 25, 1958 





November 25, 1958. 


Plumbing Board met in the office of 
Collins Thornton, City Hall. Meeting was 
etn te order by Chairman Thornton at 
H i .M. 


ROLL CALL 
Present—Messrs. Dell, Denfield, Heggie, 


Thornton, Turney and Inspector Hanel— 


2 


Absent—None. 


A letter was read from The Lansing 


Association of Plumbing Contractors Ince., 
in regard to Sec. 82 of Plumbing Code, 
relative to using 3” copper vent from first 
floor. After much discussion, it was moved 
and supported to add a section to be 
known as Sec. 82-A. Blue print to be 
prepared by Inspector Hanel, to show 
change. 


Meeting adjourned at 7:45. 


Respectfully submitted, 


W. D. HEGGIE, 
Secretary. 


A collaborative digitization project of the City of Lansing and Forest Parke Library and Archives - Capital Area District Libraries 


